THE  CATHEDRAL  CHURCH  OF  ST.  JOHN  THE  DIVINE 
NEW  YORK,  N.  Y. 

The  High  Altar  and  Great  Cross  between  two  of  the/ 
eight  massive  columns  which  circle  the  Apse.  /  ^  r- 
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